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MEASUREMENT OF PAPER PERMEABILITY 


Novotel Hamburg West, Albert Einstein Ring 2, 22761 Hamburg, Germany 

Thursday 28th April 1994 


AGENDA 


1. Opening of Meeting 

2. Approval of Agenda 

3. Matters arising from previous meeting 

4. Review of draft analysis of Collaborative Study 

5. Review of draft method 

6. Future actions 

7. Any other business 
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